[NEW] STEN0tape TR 711 DICTATING 
TRANSCRIBING SELF-POWERED PORTABLE 


IF YOU’VE SEARCHED FOR A MINIATURE SELF-POWERED DICTATION MACHINE 
AND FOUND THEM SHORT ON PERFORMANCE, SEE THE NEW STENOTAPE 711 


This transistorized self-powered port¬ 
able has every feature you have ever 
wanted in a portable dictating machine. 
Take its 4 pounds of power anywhere 
and dictate everything. Dictate for two 
hours. Operates 30 hours on six inex¬ 
pensive penlight cells. Its standard 1% 


and 3% ips speeds give you complete 
compatibility with all other StenOtape 
machines and all standard tape 
recorders. Complete with hand micro¬ 
phone, reel of tape, take-up reel, steth- 
oscopic dual earphone & carrying case, 
plus full year guarantee. 

$199 95 Plus FET 













SPECIFICATIONS 


REMOTE “COMMAND” 

HAND MICROPHONE .Dynamic with Stop/Start-Lock-Remote Control 

Switch 

SINGLE CONTROL SWITCH .Single Knob Controls RECORD-PLAYBACK- 

REWIND-STOP-OFF 

SAFETY LOCK .For Recording Without Danger of Accidental 

Erasures 

MONITOR JACK .Monitor and Listen While Dictating, Recording, 

Transcribing 

RECORDING TIME .2 Hours on Dual Track Geloso Double-Play 

V 2 Mil Mylar Tape 

TWO SPEEDS .1% Standard for Dictation or Voice Recording 

3 3 A for Hi-Fi Music 

FAST REWIND .Less Than 3 Minutes 

AC ADAPTER .For Use on AC 110 to 117 Volts to Conserve 

Batteries 

BATTERIES .Six Standard Penlight Batteries Run for 30 Hours 

— Will Work on All Makes of Penlights 

POWER OUTPUT ... 1/4 Watt 

TRANSISTORS-6 and 1 Diode 4 #2SB171 and 2 #2SB172 and 1 #SM 

SIZE .2" x 6" x 7"- Pocket Size 

FREQUENCY RANGE .100 -6000 CPS 

COMPATIBILITY .Compatible with Geloso StenOtape G-256/60, 

G-258/A and G-3/10 Models or 

Any Standard Make Recorder; 3 l A" Reels 

SIGNAL TO NOISE RATIO .20 DB 




STEN OTAPE TR 711 

ACCESSORIES ~ 




VC-41 






FP-73 


105-N 


BX-10 


102-N 


9024 




CAPSTAN DRIVE. .Compatible with Geloso and All Other Make 

Recorders 

WOW AND FLUTTER .Less Than 0.5% 

SPEAKER .Built-in 2V4" Hi-Fi Dynamic Speaker 

LEVEL METER .Indicates Recording Volume and Condition 

of Batteries 

PRECISION BUILT. .Embodying Latest Printed Circuit and 

Electronic Design 

ERASING SYSTEM .Recording Can Be Automatically Erased When 

Dictating on Recorded Tape 







M-74 Hand Microphone . 19.95 

V-55 Executive Desk-Pen Microphone . 24.95 

VT-29 Lapel Microphone . 7.95 

VC-39 Single Earphone . 9.95 

VC-38 Stethoscopic Dual Headset. 14.95 

VC-41 Stereo Sound Headset. 14.95 

EP-78 Stethoscopic Earphone . 7.95 

AC-75 Adapter . 24.95 

FP-73 Foot Control and Switch. 14.95 

PU-70 Telephone Pick-Up . 8.95 

PC-72 External Speaker Amplifier Connection. 1.95 

V-58 Phone Plug . .35 

N-79 Standard Tape. 1.50 

102-N Long Play Tape (90 Min.). 2.45 

105-N Double Play Magnetic Tape (128 Min.) 3.50 

N-77 Spool 3Va" . .50 

N-102 Geloso Spool 3 l A” . 65 

9024 Tape Reel Storage Box to Hold 6 Reels of Tape 1.00 

BX-10 Tape Mailer Box — Dozen . 75 

LP-100 Log Pad (Package of 10). 1.25 

BT-99 Long-Life Manganese Battery 

Package of 6 Batteries 4.50 

Batteries will last to 80 hours 

CC -66 Genuine Leather Shoulder Strap Carrying Cases 

for Recorder, Microphone and Tape 14.95 


PRINTED IN U.S.A. 


FORM 702C 




































































